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Hem iD: DS Acce 0 TT See A 


Revision ID: 


Item Name: Crosstube, 26 oe NN 


Start Date: 4/13/10 Start Qty: 1.00 A Cust Item ID: 
Required Date: 4/14/10 Req'd Qty: 1.00 A Customer: 
Reference: 

e un i eae Run Stare [NN 
Approvals: Process Plan: | _|J\ $ _ Date: — Tooling: Date: ____ 

Sto 
Qc: Date SPOON ate MAN 

Sequence ID/ m Operation Ps Set Up/ Draw Draw Plan Accept Reject | Reject Insp. l 
Work Center ID Description Run Hours Number Rev. Code Qty Qty Number Stamp 


Draw Nbr Revision Nbr 


145 0.00 


1111111] en E 0- 04 - 270. 
Crosstubes . i Memo 0.00 Ga I2 7 0 
Crosstubes "%, PULL FROM STOCK: 

f 1 X D6003-102 B29116 

4 SCRAP/DESTROY 

$ PARTS TOO SHORT 


150 QC21- Final Inspection - Work Order Release 0.00 

nu | lolo | 

QC Memo 0.00 wert O 0 T 
Quality Control 
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Work Order ID: 57692 


Parent Item: D6003-102 


A WAE TA AE 
O 


Parent Item Name: — Crosstube, 206 Start Date: 4/13/10 Required Date: 4/14/10 
Comments: IPP Rev:B 00.12.06 Added: Issue PO EC Start Qty: 1.00 Required Qty: 1.00 
Component Item 1D/ l Replacement : Mfg/ i Bin Primary Last Route Unit of = Otyon  Remaining Qty l ; i Date wa rn 
Item Name Item ID Purch Item Location Location Seq ID Measure Hand Qty To Pick Issued Issued 
D6003-102 Manufactired Ne a Each 61.0000 1.0000 u 
LO UM ER 
Crosstube, 206 
Warehouse Loc Oty Loc Code 
Location © 
Main Warehouse TS JO = I- Eg 
LG 61 
29116 12 f l 
38335 49 . 
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